Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED POSS DUPE 

PAGE 01 BUD APE 03704 291232Z 

63 

ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-07 /020 W 

005108 

R 290939Z OCT 76 
FM AMEMBASSY BUDAPEST 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 7260 
AMEMBASSY PRAGUE 
AMEMBASSY VIENNA 
AMEMBASSY WARSAW 

UNCLAS BUDAPEST 3704 

FOR BEWT/TPD (THOMPSON) 

EO 11652: N/A 
TAGS: BEXP HU 

SUBJECT: MEDICAL EQUIPMENT TSS 

REF: (A) USDOC 18108, (B) USDOC 18402, (C) BUDAPEST 2202 

1 . MTESZ FACILITIES AVAILABLE FOR SEMINAR TUESDAY, 

FEBRUARY 15, IN DATES PROPOSED REFTEL A. 

2. IF ACCEPTABLE BY PRAGUE SUGGEST GROUP PLAN TO ARRIVE 
ABOARD AF-716 AT 1250 HOURS FEBRUARY 14 IN ORDER HAVE 
TIME FOR APPROPRIATE BRIEFING PRIOR ALL DAY SEMINAR 
FEBRUARY 15. GROUP SHOULD THEN PLAN DEPART BUDAPEST 
ON AUSTRIAN AIRLINES FLT 802 FOR VIENNA AT 1655 HOURS 
FEBRUARY 17 AS THREE DAYS SHOULD BE AMPLE FOR SEMINAR 
AND FOLLOW-UP APPOINTMENTS. 

3. REGARDING JAMBOR QUESTION RAISED REF B, CHECK WITH 
MEDICOR INDICATES LITTLE LOCAL INTEREST IN THIS SUBJECT 

AS MARKET VERY LIMITED. MEDICOR MANUFACTURES SUCH EQUIP- 
MENT AND REMAINDER OF NEEDS IMPORTED FROM OTHER CEMA 
SOURCES. 

4. FINALLY, WHILE ENCOURAGED BY TEN VERBALS PARA 3 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BUD APE 03704 291232Z 

REF A, EMBASSY TRUSTS THERE WILL BE NO MORE THAN SIX 
PARTICIPANTS (INCLUDING CHAIRMAN) IN SEMINAR AS REQUESTED 
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REF C. WE AGAIN STRESS THAT FIRMS SHOULD BE MORE LICENSE 
THAN DIRECT SALES ORIENTED. 

MUDD 


UNCLASSIFIED 


NNN 
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Current Classification: UNCLASSIFIED 
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Copy: SINGLE 

Draft Date: 29 OCT 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976BUDAPE03704 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760404-0949 
From: BUDAPEST 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t1976106/aaaaaeog.tel 

Line Count: 64 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EUR 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 BUDAPEST 2202 
Review Action: RELEASED, APPROVED 
Review Authority: morefirh 
Review Comment: n/a 
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Review Date: 19 MAY 2004 
Review Event: 

Review Exemptions: n/a 
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Review Referrals: n/a 
Review Release Date: n/a 
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Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
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Subject: MEDICAL EQUIPMENT TSS 
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